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Reduction of x-ray films and plates, 470 
Reconstruction work in war injuries of the 
face and jaw, 738 
Recurrent dislocation of the lower jaw, 39 
Reflex disturbances originating in the nose, 
throat, and mouth, 684 
Regularities in biological phenomena, 221 
Removable retainer, 291 
Resilient teeth, 148 
Retainer, removable, 291 
Retaining appliances, 513 
Retention of rotated teeth, 294 
of the deciduous teeth, 169 
Retro-parotid space, the syndrome of, 356 
Reversal of base of anchorage, 572 
wens and orthodontia, correlation of, 
652 
relation between, 686 
Rickets, a preliminary study of the effect 
of, on the jaws, 367 
as a cause of malocclusion, 239 
Roentgen ray indications for tooth ex- 
traction, 360, 683 
Roentgenologist’s viewpoint of dental in- 
fections, 471 
Roentgenology, relation of, to preventive 
dentistry, 270 
stereoscopic, 175 
Root canals or not, 422 
Rotation of the cheek in plastic surgery of 
the face, 678 
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Salivary tumor of the parotid gland, 149 
Salt, common, and erosion, 427 
Seamless collars, 250 

Secondary and primary anchorage, 567 
Septic purpura, 347 

Six-year-old molars, extraction of, 476 
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Skiagrams, interpretation of, 598 
Skiagraphy, dental, 176 
Soft food theory of production of jaw de- 
formities, 724 
Spaces, where teeth are missing, maintain- 
ing for purpose of inserting arti- 
ficial substitutes, 44 
Spreading the dental arch, 119 
“Spring” of gold bands, correcting irregu- 
larities by the, 248 
St. Louis, the convention city for 1919, 87 
Stanley, Dr. Leonard E., 45 
Stanton — of arch predetermination, 
Stationary anchorage, 576 
Stereographs, 175 
dental, 177 
taking, 184 
Stereoscopic roentgenology, 175 
Streptococci, habitat and distribution of, in 
body, 611 
Streptococcus in the mouth, 345 
Structure and origin of the dental enamel, 
484 
Students’ Army Training Corps, 152 
Supernumerary teeth, 2 
Surgical lesions of the oral cavity, 200 
treatment of the pseudoarthroses of the 
inferior maxillary, 211 
Symptoms of pathologic conditions of the 
mouth, 204 
Syphilis as cause of malocclusion, 381 
Syphilitic manifestations in the mouth, 193 
Systematic development of x-ray plates and 
films, 213, 463 
Systemic diseases, relation of dental af- 
fections to, 561 
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Tank or stand method of developing x-ray 
films, 465 
Teaching of orthodontia, 440 
unjust criticism of, 745 
orthodontia, 245 
our patients to overcome undesirable 
muscular habits, 433 
Teeth and tonsils as causative factors’ in 
arthritis, 352 
care of, and child-welfare, 288 
compulsory eruption of the, 123 
_ irregularities and their surgical correc- 
tion, 125 
of mankind, 742 
ee theory of arch formation, 


Temporomaxillary articulation, ankylosis of 
the, 203 

Teratoma of the maxillary antrum, 558 

Theory of probability, 222 

Thyroidism, overdevelopment of maxillz 
and mandible associated with, 11- 

Tongue, perverted activity of, produces de- 
forming strains in tooth bearing 
tissues, 728 

Toothbrush and antiseptics, use of, in the 

mouth, 233 
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Transplantation of the rib in treatment of 
mandibular defect, 678 

Tray, or visual inspection, method of de- 
veloping x-ray films, 464 

Traction screw, 515 

Trench mouth, 562 

Trifacial neuralgia produced by root in 
maxillary sinus, 740 

Trismus, treatment of, during sleep, 423 

Tube carrier, roentgen, 181 

roentgen, adjustment of, for taking stere- 

ograph, 183 

Tuberculosis of the inferior maxilla, 604 

Tumors from a dental standpoint, 354 
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Ulcerative gingivitis, acute, 207 

Unerupted teeth, radiodontic examination 
with special reference to localiza- 
tion of, 539 

tooth, operation for, and the restoration 

of the parts by artificial denture, 
458 

Ununited fractures of the jaw, treatment 

of, 558 
of the mandible, 82 


A problem in dental education, 215 

Care of the teeth and child-welfare, 288 

Fishing will be good at New Orleans, 493 

Forsyth Dental Infirmary appointments, 
289 

Malocclusion and pyorrhea alveolaris, 85 

New Orleans and the National Dental 
Meeting, 365, 428 

Orthodontic appliances for the gullible, 157 

seca of National Dental Association, 
4, 

Shall the classification of dental schools be 
permanent? 361 

St. Louis—The convention city for 1919, 87 

Students’ army training corps—A_ success 
or a failure? 152 

The alumni society of the Dewey School 

of Orthodontia, 218 
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Unwarranted assumption of professional 
duties, 141 
Uremia in relation to the teeth, 348 


V 
Vincent’s disease, 75, 609 . 
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War injuries of the face, 281 
What are we doing to justify our existence, 
1 


Williams method of arch predetermination, 


Working retainer, 665 


X 


X-ray examination in a case of dentigerous 
cyst in connection with the third 
mandibular molar, 489 
findings of the, 490 

in determining operation indicated, 199 
plates and films, systematic development 
of, 463 
uses of, in modern dentistry and medi- 
cine, 410 


The —_—" Society of Orthodontists, 

The Angle Alumni Meeting twelve years 
ago in St. Louis, 91 

The International Journal-of Orthodontia 
and Oral Surgery, 83 

The mammalian dentition, 92 

The National Dental Association and the 
Dental Corps, 613 

The National Dental Association Meeting 
at New Orleans, 492 

The prevention of dental disease, 287 

The relation between rhinology and ortho- 
dontics, 686 

The — of orthodontia and periodontia, 

Unjust criticisms of the teaching of ortho- 

dontics in schools, 745 
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